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o-75 ENGINE TESTS 


1. GENERATOR DRIVE GEAR BOX DAMAGED OUE TO LACK OF OIL 
SUPPLY CAUSED BY INSTALLATION OF IMPROPER GASKET. SITUATION NOW 
CORRECTED. 
2. FLIGHT 13, 27 MAY, ACCOMPLISHED STARTING WITH LIGHT FUEL 
LOAD. CLIMB WAS MADE TO AN ALTITUDE OF I FEET with 173 GALLONS 
OF FUEL REMAINING. ENGINE POWER FELL OFF SLIGHTLY ABOVE AN ALTITUDE 
20X10 of EPEET. OTHERWISE ENGINE OPERATION WAS SATISFACTORY. FROM 
it -——= =. 78 25X1A 
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